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UNCLASSIFIED 

PAGE 01 LONDON 07575 191800Z 

44 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EURE-00 H-02 SS-15 EB-07 /037 W 

094466 

P 191748Z MAY 75 

FM AMEMBASSY LONDON 

TO SECSTATE WASHDC PRIORITY 1248 

UNCLAS LONDON 07575 

E.O. 11652: N/A 
TAGS: ENRG, UK 

SUBJECT: ENERGY STATISTICS REQUEST FROM SENATOR MONDALE 
REF: LONDON 7503 

1. SECOND SENTENCE PARAGRAPH 3 REFTEL SHOULD BE REVISED 
TO READ: "IN ADDITION, MAXIMUM SPEED LIMITS HAVE BEEN 
FIXED AT 70 MPH FOR MOTORWAYS, 50 MPH FOR DIVIDED HIGH- 
WAYS AND 40 MPH FOR ALL OTHER ROADS UNLESS OTHERWISE 
POSTED. 

2. MOTORWAY LIMIT WAS TEMPORARILY FIXED AT 60 MPH DURING 
1973-74 CRISIS PERIOD. 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Errors: N/A 
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